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ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 TRSE-00 DOTE-OO CIAE-00 

INR-07 NSAE-00 /025 W 

002359 

R 202103Z SEP 76 
FM AMEMBASSY BOGOTA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7431 
AMCONSUL CALI 
AMCONSUL MEDELLIN 
AMCONSUL BARRANQUILLA 

UNCLAS BOGOTA 9558 

E.O. 11652: N/A 
TAGS: BENC, CO 

SUB J : EARLY WARNING: PREQUALIFICATION OF BIDDERS 
FOR TUNNEL CONSTRUCTION AT MESITAS HYDROELECTRIC 
PROJECT 

REF: STATE 214285; BOGOTA 8978 
SIC CODE: 9918102 

1 . THE EMPRESA DE ENERGIA ELECTRICA DE BOGOTA (BOGOTA 
ELECTRIC ENERGY COMPANY) IS INTERESTED IN RECEIVING 
PROPOSALS FROM ENGINEERING FIRMS IN ORDET TO MAKE A PRE- 
QUALIFICATION OF BIDDERS FOR CONSTRUCTION OF TUNNELS WHICH 
ARE PART OF THE MESITAS HYDROELECTRIC PROJECT. 
PREQUALIFICATION WILL INCLUDE THE CONSTRUCTION OF 
FOUR TUNNELS AND ONE DRAINAGE GALLERY, AS FOLLOWS: 

A) GRANADA TUNNEL: 13.2 KM LONG. 3.7 METERS IN DIAMETER, 

AND A 250 METER HIGH SURGE CHAMBER. 

B) EL PARAISO TUNNEL: 1.3 KM LONG, 3.2 METERS IN DIAMETER 
AND A VERTICAL SHAFT 190 METERS HIGH AND 3.2 METERS IN 
DIAMETER. 

C) LA GUACA TUNNEL: 2.0 KM LONG, 2.4 METERS IN DIAMETER 
AND A VERTICAL SHAFT 144 METERS HIGH AND 2.4 METERS IN 
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D) SPILLWAY TUNNEL AT EL PARAISO POWER PLANT : 0.8 KM 
LONG AND 3.7 METERS IN DIAMETER. 

E) DRAINAGE GALLERY AT HE EL PARAISO POWER PLANT: 

0. 5. KM LONG. 

2. MESITAS HYDROELECTRIC PROJECT WILL CONSIST OF: 

1 . PUMPING STATION AT MUNA III WITH 35 CUBIC METERS 
PER SECOND CAPACITY AND 31 METERS HIGH IMPULSE 
HEAD. 

2. EL PARAISO POWER PLANT WIHT A GROSS HEAD OF 892 
METERS AND GENERATING CAPACITY OF 230 MW. 

3. LA GUACA POWER PLANT WITH A GROSS HEAD OF 1,028 
METERS AND GENERATING CAPACITY OF 290 MW. 

3. PREQUALIFICATION SPECIFICATIONS ARE AVAILABLE AT THE 
FOLLOWING ADDRESS FOR 1,000 PESOS OR 30 DOLLARS 
(STATED): 

EMPRESA DE ENRGIA ELECTRICA DE BOGOTA 

SUBGERENCIA TECNICA 

CALLE 13 NO. 37-35 

APARTADO AEREO 4453 

BOGOTA, COLOMBIA 

SPECIFICATION FORMS MUST BE COMPLETED AND DELIVERED TO 
THE ABOVE ADDRESS NOT LATER THAN OCTOBER 26 , 1976, AT 
4:00 P.M. ALL US FIRMS INTERESTED IN PARTICIPATING IN THIS 
PREQUALIFICATION SHOULD PRESENT THEIR PROPOSALS THROUGH 
LOCAL REPRESENTATIVES OF COLOMBIAN ENGINEERING FIRMS. 
SANCHEZ 
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